The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



04/20/12 


Erin McFarland 

Assistant District Attorney, Norfolk County 
Ms. McFarland, 

Enclosed is the information you requested. Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATf ON 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: LAj m ^ u 


Police Reference No.: 


Name and Rank of Submitting Officer: ~p 

Defendant(s) Name (last, first, initial):_ 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




No, 


Date 


City: Weymouth Police Dept. 
Officer: Detective THOMAS ANDERSON 
Def: 

Amount: 

No. Cont: 2 Cont: pb 

Date Rec'd: 03/16/2012 
Gross Wt.: .12.07 , , ,, 


Analysed: 1 1 


Subst.SUB 


d. '>=J 


£yn,-v, 


Pr'elirh: 


I H i 
A ( 


Analyzed: 

Weight: 1 

# Tests: 


Findings:/^ .. 

C.OfAU^'^^ 
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PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 


3^ Marquis _ 
Froehde's 
Mecke's_ 





Microcrvstalline Tests 

) Gold ) 

Chloride_ "j 

TLTA ( Tl T 


rAittLil 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 


DATE 


ml 


GC/MS CONFIRMATORY TEST 
RESULTS fj)(^/X 1 A—/ 

OPERATOR 

DATE W I ft 


/-/ 

^ ^ 1 

5 

|Si 





Revised 7/2005 
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Sample 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824504 ,D 
KAC 

12 Apr 2012 11:42 

BLANK 

1 

DRUGS.M 
RTE 


Abundance .. . TIC: 824504!^D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


824504.D Thu Apr 12 11:53:31 2012 


Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File; 

C;\MSDCHEM\1\SYSTEM7\04 12 12\824505.D 

KAC 

12 Apr 2012 11; 58,..,- 

COCAINE STD 

5 iy" 

DRUGS.M 

RTE 

Abundance 

- - - 

TIC: 824605.O\data.ms 

2000000 


4. 

512 

1500000 




1000000 




500000 




n. 




Time-> 2,00 3.00 

. . 1 ’ ' 
4,00_ _ 

^ ' 1 ' ' ‘ ’ 1 ' ' ' ‘ 1 ' ' ' ' 1 ' > r 1 ) t 1 1 1 f 1 1 1 1 1 1 1 1 1 1 1 1 r-r- 

5.00 _6.00_ 7.00 8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area Area % Ratio % 

4 . 612 


1930796 100.00 100.00 


824505.D Thu Apr 12 12:09:16 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\l\SYSTEM7\04_12_12\824505.D 

Operator : kaC 

Date Acquired : 12 Apr 2012 11:58 

Sample Name ; COCAINE STD x'" 

Submitted by : 

vial Number : 5 / 

AcguisitionMeth; DRUGS.M [,/ 

Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.61 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



Abundance . #29: CQCAINE 



824505.D Thu Apr 12 12:09:17 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_12_12\824506.D 
KAC 

12 Apr 2012 12:13 

BLANK 
KAC 
1 

DRUGS.M 
RTE / 


Abundance flcT 824506!D\data,ms 



.TIme-> ^.00 3.00 4.00 5.00 6.00 7.00 S.OO 9.00 10.00 11.00 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


824506.D Thu Apr 12 12:24:53 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C: \MSDCKEM\l\SySTEM7\04_12_12\824507, D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS. M 
Integrator : RTS 


12 A pr 2012 12:29 

KAC 


Abunciance TIC: e24507.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

2.742 

436342 

7.77 

8.43 

4.617 

5178434 

92.23 

100.00 


824507 .D 


Thu Apr 12 12:40:32 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\04_12_12\824507.D 

Operator . ; KAC 

Date Acquired : 12 Apr 2012 12:29 

Sample Name : 

Submitted by : KAC 

Vial Number : 7 ,■ 

AcquisitionMeth; DRUGS.M 
Integrator : rte / 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT Library/ID 

CAS# 

Qual 


Abundance 


80 


60 


40 


20 


0^ 


2.74 C:\Database\NIST05a.L 


Acetamide, 

N-{4-ethoxyphenyl)- 

000062-44-2 

98 

Acetamide, 

N- (4-ethoxyphenyl)- 

000062-44-2 

98 

Acetamide, 

N- {4 -ethoxyphenyl)- 

■ 000062-44-2 

97 

Average of 2.700 (0 2.938 min.: 824507.b\dafa.ms (-) 

108 



43 


m/z--> 10 20 


rrym 

30 


53 

ll 

t ‘l‘ h I I dVi 


80 


T" 

50 60 70 


80 


91 

Tp -t - 

90 


179 


137 


122 

1 I M j f ' l t I I I 


150 


161 

D 


n'I 


207 


100 11^ 120 130 140150 160 170 180 190 200 



824507.D Thu Apr 12 12:40:33 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824507.D 
KAC 

12 Apr 2012 12:29 


KAC 

7 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT Library/ID 

CAS# 

Qual 


4.62 C:\Database\SLl,L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



eo 


60 


40 


20 


1$2 


82 


42 

I ,55 68 
./l.| 


m/z-> 


40 


S'* 105 


60 


80 




122 




135 

A-r-r-t-r 


152 166 


303 


198 


100 120 140 160 180 


■I' r 

200 


208 222 


I I I I I 

220 240 


272 

244 258 1 , 268 


I * ' ' I ' ' ' ' I 

260 280 300 


824507.D Thu Apr 12 12:40:34 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File.- 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_12_12\824508.D 

KAC 

12 Apr 2012 12:44 


KAC 

8 

DRUGS.M 
RTE 


Abundance 

3000000 


2000000 


1000000 


Time-> 



TIC: 824508.D\data.ms 


6.00 


7.00 


8.00 


9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

2,737 

203310 

6.11 

6.50 

4.611 

3126745 

93.89 

100.00 


824508,D Thu Apr 12 12:56:11 2012 Page 1 
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Area Percent / Liibrary Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\SYSTEM7\04_12_12\824508.D 
KAC 

12 Apr 2012 12:44 


KAC 

8 

DRUGS.M 
RTE 


U' 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality; 80 


C:\Database\NIST05a.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 2.74 C:\Database\NIST05a.L 

Acetamide, N-(4-ethoxyphenyl)- 
Acetamide, N-{4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl)- 


000062-44-2 98 
000062-44-2 98 
000062-44-2 97 



80 


60 


40 


20 


0 


43 


53 


80 


15 


27 


65 


m/Z"> 10 20 30 




n 

40 


91 


179 


137 


120 


150 164 


I'l. M I'rl I . I I < I'r'l iTTri-|-|-rvv,vrnyr, ,, I'l ,, , I , , I M I I'l', I I > I >> I I I I 1 I I I 

50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


824508.D Thu Apr 12 12:56:12 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File; 

C:\MSDCHEM\1\SYSTEM7\04_12_12\824508.D 
KAC 

12 Apr 2012 12;44 


KAC 

8 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PKft RT Library/ID 


CASff Qual 


2 4.61 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 




824508.D Thu Apr 12 12:56:12 2012 


Page 3 


Corbett email PRR 020024 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C;\MSDCHEM\1\SYSTEM7\04_12_12\824513.D 
KAC 

12 Apr 2012 14:^3 

BLANK 


DRUGS. M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


824513.D Thu Apr 12 14:14:32 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data 

File: 

File Name 

C:\MSDCHEM\1\SYSTEM7\04 12 12\824514.D 

Operator 

KAC 


Date Acquired 

12 Apr 2012 14:18 

Sample 

Name 

COCAINE STD 

Submitted by 
Vial Number 

5 


AcquisitionMe th 

DRUGS.M 

Integrator 

RTE 




4, 

TIC: 824514.b\daia.ms 
i06 

1500000 




1000000 




500000 




n 




Time-> 2.00 3.00 

* ■ I ‘ ' 

. 4.00 

'' ' 1 ' * ■ ■ 1 ■ ^ ' M ' 1 ‘ ‘ ' f f I * 1 1 — [ 1 1 J 1 I 1 1 1 1 I 1 1 1 1 — 

5.00 6.00 7.00 8.00 9.00 10.00 11.00 12 00 





Ret. Time 


Area Area % Ratio % 

4.606 


1904633 100.00 100.00 


824514,D Thu Apr 12 14:30:13 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\MSDCHEM\1\SYSTEM7\04 12 12\824514 D 
KAC ~ “ 

12 Apr 2012 14:18 

COCAINE STD 


DRUGS.M 
RTE. 

C'"' 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database \ PMW__TOX2 . L 

PK# RT Library/ID 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


4.61 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



824514 ,D 


Thu Apr 12 14:30:14 2012 


Page 2 


Corbett email PRR 020027 






